To: Kuruc, Nick 

From: Comeskey, Patrick D. 

Posted: 5/5/98 23:14 

Opened: 5/6/98 8:02 

Subject: HESS # 32372 / SIS # 768087 


HELLO NICK, I NEED A CURRENT PLAN-O-GRAM SHOWING ALL COMPANIES CONTRACTED DISPLAYS FOR 
THE ABOVE LOCATION. A MONTH AGO THEY CLOSED WHILE THEY REMODELED THE STORE. NOW THAT 
THEIR OPEN AGAIN, I WILL NEED A NEW APD DISPLAY THAT WAS DAMAGED IN THE REMODELING. I WILL 
NEED A COMPLETE REPLACEMENT. THE COUNTER IS 180 DEGREES WITH 2 ONE IN THE SAME 
ENTRANCES/EXITS ONE ON EACH SIDE . PHILLIP MORRIS HAS 3 FULL PRICE DISPLAYS, LORR HAS 1 FULL 
PRICE DISPLAY AND RJR HAS 1 BROKEN TAPPED TOGETHER APD WRAP DISPLAY. EACH OF THE MENTIONED 
COMPANIES HAVE A NSS SAVINGS DISPLAY ON THE BACK BAR . AS STATED IN THE CONTRACT NOTES I FEEL 
THAT IF THE APD IS WRAPPED AROUND THE LEFT SIDE CASH REGISTER ON THE CUSTOMER SIDE WOULD 
BE A SUPERIOR POSITION WHERE I 'VE PLACED OUR DETERIORATED DISPLAY. < IT WOULD BE ON THE 
CLERKS RIGHT SIDE WHILE STANDING BEHIND THE COUNTER FACING THE CUSTOMER> NONE OF THE 
CURRENT PLAN-O-GRAMS ON HAND SHOWS ANYTHING CLOSE TO THIS SET UP. I WILL NEEDED THIS AT 
YOUR EARLIEST CONVENIENCE TO SHARE W/MGR AND TO BE ABLE TO ENFORCE OUR COMPLIANCE 
ISSUES. I KNOW AS SOON AS THE PM REP COMES IN THEY WILL ASK RUTHANN TO MOVE US SO IF I HAVE 
PROOF OF WHERE THE DISPLAYS SHOULD BE : THEN THERE WILL NOT BE ANY QUESTIONS FOR 
COMPLIANCE. THANKS , PAT 76407 , 1622-35 . 

PS. PLEASE SHIP DIRECTLY TO THE ABOVE LOCATION. 
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Source: https://www.industrydocuments.ucsf.edu/docs/gflyOOOO 


